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This Hotice Expires 2 Angus: 1962 


REVISED FITNESS REPORT: PAOGRAM 


i. The Fitness Report Form has recently beer revised to improve 
ite usefulnesa (copy attached). Tre principnl chenges are a peneral 
siaplificetion and the presentabios of preciuely defined rating standards 
as a part of the forn. 

2. The new Fitness Report, Fam 45, (4-462), will be evedleble for 
headquarters use in supply rocus on or before 1 Jely 1962. Previous 
editions should not be used after that date. 


FOR THE DIRECTOR OF CENTRAL ICRLLIGENCH: 


L. K. WHI. 
teputy Director 
(Support } 
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